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Separate paging la given to this Part In order that It may be filed 
as a separate compilation. 


MINISTRY OF COMMERCE 


NOTIFICATION 


New Delhi, the 17 th Augu.it 1967 


S.O. 2863.—In exercise of the powers conferred by section 7 of the Export 
(Quality Control and Inspection) Act, 1963 (22 of 1963), the Central Government 
hereby recognises. 


M/s. Pesticide Spray Company, C-336, Defence Colony, New Delhi-3, 
as the agency for quality control and inspection of de-oiled rice brane prior to 
their export and directs that the following further amendment shall be made 
in the notification of the Government of India in the Ministry of Commerce 
No. S.O. 3806 dated the 16th November, 1965. namely :— 


In the said notification, after serial number 9 and the entry relating thereto, 
the following shall be inserted, namely:— 

"10. Messrs Pesticide Spray Company, C-336, Defence Colony, New 
Delhl-3”. 
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